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The Mint of the United States at Philadelphia, 
Superintendent’s Office, 
July 8, 1895 


To Heads of Operatives 


For the purpose of Inspection of Boilers and Machinery on the 12d and 13d Inst. (Friday 
and Saturday) There will be no steam or power in the building. Make your arrangements 
accordingly. 


Herman Kretz 
Superintendent 


[Signatures at bottom:] 


D.K. Tuttle Melter and Refiner 
Jacob B. Eckfeldt Assayer 
W.E. Morgan Coiner 


Chas. E. Barber Engraver 


